To:  Way,  Steven[way. steven@epa.gov];  Christner,  Jan[Jan. Christner@WestonSolutions.com] 

From:  Petri,  Elliott 

Sent:  Wed  4/29/2015  3:55:25  PM 

Subject:  Re:  Gold  King  planning 


Hi  Steve, 

I am  in  the  field  through  Thursday  afternoon,  do  you  have  time  on  Friday  that  would  work? 

Thanks, 

Elliott 

Elliott  Petri,  PE 
Weston  Solutions,  Inc. 

1435  Garrison  St,  Ste  100 
Lakewood,  CO  80215 
Ph:  303-729-6156 
Cell:  719-216-2754 
Fax:  303-729-6101 

Sent  from  a tiny  phone  screen,  most  likely  with  sun  glare.  Please  excuse  typos ! 


"Way,  Steven"  <way.steven@epa.gov>  wrote: 


Elliott,  when  you  have  a minute  please  let  me  know  when  would  be  a good  time  to  discuss  the 
projecting  planning  for  the  GK  work. 


Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 


Office:  303-312-6723 
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CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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